Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 11/30/2010 4:06:08 PM 

To: rsimpkiss@ureach.com 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: RE: FW: RE: Morrill DPH data 

Bob, 

Jim stated he would be out Wednesday morning so you would have to check 
in with him when he gets in Wednesday afternoon. The location is up to 
him and Eric. 

Thanks, 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(C) 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 

-Original Message- 

From: Robert Simpkiss [mai1 to:rsimpkiss@ureach.com] 

Sent: Tuesday, November 30, 2010 11:04 AM 
To: Lobik Stephen 

Subject: Re: RE: FW: RE: Morrill DPH data 

Do we have the 1ocation of the data rack. 

Robert Simpkiss JR 
RGS Communications Inc., 

21 Wi1braham St. Suite 102 
Palmer, MA 01069 
413-283-2882 ex 111 phone 
413-283-5436 fax 



-On Tue, 30 Nov 2010, Lobik Stephen (siobik@faci1.umass.edu) 

wrote: 

If you have work start Wednesday. 

Stephen Lobik 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

Co 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 

-Original Message- 

From: Robert Simpkiss [mai 1 to:rsimpkiss@ureach.com] 

Sent: Tuesday, November 30, 2010 10:58 AM 
To: Lobik Stephen 

Subject: Re: FW: RE: Morri11 DPH data 

Does this mean that you what to start on Thursday. All i need to 
start is the location of the data rack in the new space. 
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Robert Simpkiss JR 
RGS Communications Inc., 

21 Wi 1 braham St. Suite 102 
Palmer, MA 01069 
413-283-2882 ex 111 phone 
413-283-5436 fax 


- On Tue, 30 Nov 2010, Lobik Stephen (slobik@facil.umass.edu) 

wrote: 

Jim, Eric and Bob, 

I may be out of the office tomorrow so can we meet Thursday? We 
have an 

11:00 job meeting so I'd be happy to meet before or after. 

Pi ease 1et 

me know what works for you guys. 

Thanks, 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(C) 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 

-Original Message----- 

From: Hanchett, James (DPH) [mai1 to:James.Hanchett@state.ma.us] 

Sent: Tuesday, November 30, 2010 6:58 AM 

To: Lobik Stephen 

Subject: RE: RE: Morrill DPH data 

Hi Steve, 

I wi11 be out of the office in the morning. 

Jim 


-Original Message- 

From: Lobik Stephen [mai 1 to:si obik@faci 1.umass.edu] 

Sent: Monday, November 29, 2010 3:59 PM 
To: Hanchett, James (DPH); Byrne, Eric (DPH) 

Cc: rsimpkiss@ureach.com; Pocsik Mark 
Subject: FW: RE: Morri11 DPH data 

Jim and Eric, 

The folks installing the new data cables and rack for you 
hardware will 

be on site Wednesday. Can we meet with them to determine where 
you 

would like the wall rack for the computer hardware? Eri c if you 
do not 

feel you need to make the trip that is fine. Please let me 
know. 

Thanks, 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Faci1ities & Campus Planning Division 




University of Massachusetts 
(T) 413-545-6516 

(c)HBHHi 

(F) 413-545-3684 
slobik@faci 1 .umass.edu 

-Original Message- 

From: Robert Simpkiss [mai1 to:rsimpkiss@ureach.com] 

Sent: Monday, November 29, 2010 3:53 PM 

To: Lobik Stephen 

Subject: Re: RE: Morri11 DPH data 

Were are we going to put the new 2' wall rack in this space, 
Al1 the data will need to go to this spot. 

Thanks, 

Robert Simpkiss JR 
RGS Communications Inc., 

21 Wi 1 braham St. Suite 102 
Palmer, MA 01069 
413-283-2882 ex 111 phone 
413-283-5436 fax 



- On Mon, 29 Nov 2010, Lobik Stephen (slobik@facil.umass.edu) 

wrote: 

Bob, 

Here you go. 

Stephen 


Stephen Lobi k 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@faci 1 .umass.edu 

-Original Message- 

From: Robert Simpkiss [mai1 to:rsimpkiss@ureach.com] 

Sent: Monday, November 29, 2010 3:48 PM 

To: Lobik Stephen 

Subject: Re: Morri11 DPH data 

Ok we will be there at 8am on Wednesday. Wi11 the pians be there 
on site for the new space? 


Robert Simpkiss JR 
RGS Communications Inc., 

21 Wi1braham St. Suite 102 
Palmer, MA 01069 
413-283-2882 ex 111 phone 
413-283-5436 fax 



- On Mon, 29 Nov 2010, Lobik Stephen (slobik@facil.umass.edu) 

wrote: 
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if 


Bob, 

Please start Wednesday if you can. Ted is the superintendent 
and Mark 

Pocsik is our resident engineer. Mark's cell is I 
you 

tech needs anything. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(C) — 

(F) 413-545-3684 
si obik@faci1.umass.edu 


Folk OIG PRR 095858 




